JOHN  DREW AND  ADA   MHAN  IN   "THE SQUIRE/'   BY ARTHUIl  WING PINEUO the Union Square Theatre in New York, where Frederick de Belleville played the leading part. Daly was in no wise involved in this suit. In our version Ada Rehan was Kate Verity and I her impetuous lover, Lieutenant Erick Thorndike.
